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DDS&T-2793-69 

1 5'JUt 1969 


MElCRAliDUM FOR: Director of Special Activities 

Director of Scientific Intelligence 
Director of FLINT 
Executive Officer, DDS&T 
Chief, Procurement Management Staff, DDS&T 


SUBJECT: 

REFERENCE 


Quarterly Review/Forecast - First Quarter, FY 1970 

DDS&T-2693-69, 7 July 1969 and DDS&T-2737-69, 

10 July 1969 , Same Subject 


Due oO changes in the Deputy Director's schedule it has been 
necessary to alter the meeting times of the 0SA, OSI, and 0EL Quarterly 
Rev i ev/For e cast for the first quarter of fiscal year 1970. The new 
schedule is as follows: 


0SA 

21 July I969 

1100 

OSI 

21 July 1969 

1400 

GEL 

21 July I969 

1500 


25X1 


25X1 


Distribution: 

1 - Each addressee 
1 - PIP I. •/ DDS&T 
1 - Budget Br / DDS&T 

1 - Spec. Asst, for B&D Coord. 

1 - C/AS/DDS&T 

2 - DD/S&T Registry 

0/DD, ' 2 JT/Compt /?&P 


' 7 | Comptroller 
> Directorate of 
Science and Technology 


(15 July 1969) 
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